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NOTICES 


FEDERAL  ENERGY 
ADMINISTRATION 

NATIONAL  UTILITY  RESIDUAL  FUEL 
OIL  ALLOCATION 

Supplier  Percentage  Notice  for  April,  1975 

Pursuant  to  the  provisions  of  10  CFR 
211.163(b)  (2) ,  211.165  and  211.166<d)  (2) , 
the  Federal  Energy  Administration 
(FEA)  hereby  provides  notice  of  the  vol¬ 
umes  of  residual  fuel  oil  allocated  to  each 
utility  and  the  percentage  of  such  vol¬ 
umes  required  to  be  supplied  by  each 
supplier  for  delivery  jn  April  1975.  This 
information  is  set  forth  in  the  Appendix 
to  this  notice.  Adjustments  of  certain 
supplier  base  period  percentages  have 
been  made  at  the  request  of  affected 
utilities  and  suppliers,  pursuant  to  the 
criteria  of  10  CFR  205.25  and  are  re¬ 
flected  in  the  Appendix. 

The  utility  allocations  were  determined 
after  review  of  the  impact  of  available 
fuel  supplies  between  utility  and  non¬ 
utility  uses  of  residual  fuel  oil.  In  calcu¬ 
lating  the  allocation  level  for  each  utility 
the  FEA  considered  all  of  the  factors 
enumerated  in  10  CFR  211.163(b)  (2)  and 
also  the  following  other  factors: 

1.  The  data  contained  in  the  Federal 
Power  Commission  (FPC)  Forms  23  and 
23 A  submitted  by  utilities; 


2.  Natural  gas  curtailments; 

3.  FEA’s  prediction  that  the  supply 
level  of  residual  fuel  oil  is  expected  to 
generally  equate  to  the  total  demand. 

The  amounts  shown  in  the  Appendix 
are  the  quantities  of  residual  fuel  oil  to 
be  delivered  to  the  utilities  listed  during 
the  month  of  April  1975.  Some  utilities 
will  not  receive  any  allocation  for  this 
month  for  various  reasons  including  the 
fact  that  these  utilities  burn  other  fuels 
primarily  and  use  residual  fuel  oil  only 
for  standby  purposes. 

The  Appendix  provides  the  names  of 
the  suppliers  obligated  to  supply  each 
utility  and  each  supplier’s  percentage  and 
volume  of  each  month’s  allocation  to  a 
utility.  The  first  column  of  the  Appendix 
lists  each  utility  with  its  suppliers.  The 
second  column  sets  forth  the  recom¬ 
mended  FEA  bum  level  for  April.  The 
third  and  fourth  columns  provide  each 
supplier’s  respective  percentage  and  vol¬ 
ume  share  of  a  utility’s  allocated  volume 
of  residual  fuel  oil.  The  fifth  column  pro¬ 
vides  the  total  volume  of  residual  fuel 
oil  for  each  utility  from  all  suppliers. 
Following  the  name  of  certain  suppliers, 
an  additional  supplier  is  shown  in  paren¬ 
theses.  The  supplier  in  parentheses  is 
presumed,  on  the  basis  of  the  best  in¬ 
formation  available,  to  be  the  supplier 
of  the  utility’s  supplier.  This  informa¬ 
tion  is  provided  for  the  convenience  of 
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such  suppliers  %nd  the  FEA  requests 
that  any  additions  or  corrections  in  this 
regard  be  forwarded  to  FEA  Electrical 
Utilities  Reports,  Code  47,  Washington, 
D  C.  20461. 

It  1s  contemplated  that  corrections  or 
adjustments  to  delivery  levels  for  certain 
utilities  may  be  required  during  the 
month  of  April  to  avoid  undue  hardship. 
FEA  will  consider  special  circumstances 
such  as  unexpected  outages  which  may 
cause  fuel  consumption  to  exceed  FEA 
bum  levels  in  any  month.  Such  correc¬ 
tions  or  adjustments  shall  be  made  pur¬ 
suant  to  subpart  B  and  C  of  10  CFR  Part 
205. 

FEA  expects  the  utilities  to  consume 
supplies  at  or  below  FEA  bum  levels, 
which  are  based  on  the  utilities’  pro¬ 
posed  bum  levels. 

The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data 
derived  from  utilities’  filings  of  FPC 
Forms  23  and  23A.  Thus,  the  timely  sub¬ 
mission  of  these  forms  will  be  a  neces¬ 
sary  prerequisite  to  receiving  future 
allocations. 

Reports  should  be  addressed  to  FEA 
Electrical  Utilities  Reports,  Code  47, 
Washington,  D.C.  20461. 

Issued  in  Washington,  D.C.,  March  15, 
1975. 

Robert  E.  Montgomery,  Jr., 
General  Counsel. 
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APPENDIX 

RESIDUAL  FUEL  OIL  ALLOCATIONS  TO  UTILITIES  FOR  THE  MONTH  OF  APRIL  1975. 


RECOMMENDED  BY  SUPPLIER  TOTAL 

FEO  BURN  PCT  (BARRELS)  (BARRELS) 


1.  NORTHEAST  POWER  COORDINATING  COUNCIL  AREA  (NPCC) 


CONNECTICUT 


NORTHEAST  UTILITIES 

AMERADA  HESS  CORP 

TAD  JONES  CO  (GULF) 

WYATT  INC  (EXXON) 

H  N  HARTWELL&SON  INC 

1,480,000 

68.0 

21.0 

10.0 

1.0 

1,006,400 

310,800 

148,000 

14,800 

1,480,000 

UNITED  ILLUMINATING  CO 

TEXACO 

WYATT  INC  (EXXON) 

553,000 

87.0 

13.0 

481,110 

71,890 

553,000 

MAINE 

BANGOR  HYDRO  ELEC.  CO. 

SPRAGUE 

18,214 

100.0 

18,214 

18,214 

CENTRAL  MAINE  POWER  CO. 

TEXACO . 

151,000 

100.0 

151 ,000 

151,000 

MAINE  PUBLIC  SERVICE  CO. 

DEAD  R IV. 0. (SPRAGUE) 

549 

100.0 

549 

549 

MASSACHUSETTS 

BOSTON  EDISON  CO. 

WHITE  FUEL  (TEXACO) 

EXXON 

SPRAGUE 

860,000 

46.0 

42.0 

12.0 

395,600 

361.200 

103.200 

860,000 

BRAINTREE  ELEC.  LT.  DEPT. 

CK  SMITH  (GOLD.  EAGLE) 

15,336 

100.0 

15,336 

15,336 

E . UTIL . ASSOC . (MONTAUP&BLACKS) 
TEXACO 

170,000 

100.0 

170,000 

170,000 

FITCHBURG  GAS  &  EL. 

NORTHEAST  PETROLEUM 

0 

100.0 

0 

0 

HOLYOKE  GAS  AND  ELECTRIC 

WYATT  INC  (EXXON) 

7,600 

100.0 

7,600 

7,600 
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NEW  ENG.  ELEC 

ASIATIC  PETRO  CORP 

GOLD  EAGLE 

PRULEASE 

1 ,024,000 

60.0 
39.9 
.  1 

614,400 

408,576 

1  ,024 

1,024,000 

NEW  ENG.  G  &  E 

NEW  ENGLAND  PETRO 

WHITE  FUEL  (TEXACO) 

138,000 

84.8 

15.2 

117,024 

20,976 

138,000 

PEABODY  ELECTRIC  LT  DEPT 
TAUNTON  MUN.  LT 

QUINCY  OIL  CO  (EXXON) 

0 

104,844 

100.0 

104,844 

0 

104,844 

NEW  HAMPSHIRE 

PUB  SER  OF  N.H. 

SPRAGUE 

CONOCO 

301 ,000 

26.3 

73.7 

79,163 

221,837 

301 ,000 

NEW  YORK 

CENTRAL  HUDSON  GAS  &  ELEC  CO 
AMERADA  HESS  CORP 

1,183,590 

100.0 

1,183,590 

1,183,590 

CONSOL  EDISON  OF  NY 

NEW  ENGLAND  PETRO 

EXXON 

AMERADA  HESS  CORP 

TEXACO 

3,448,000 

45.5 

20.8 

22.3 

11.4 

1,568,840 

717,184 

768,904 

393,072 

3,448,000 

FREEPORT,  VILLAGE  OF 

BURNS  BROS  0.  (NEPCO) 

18,600 

100.0 

18,600 

18,600 

LONG  ISLAND  LIGHT  CO. 

NEW  ENGLAND  PETRO 

1,583,000 

100.0 

1,583,000 

1,583,000 

NIAGARA  MOHAWK  POWER  CO. 

NEW  ENGLAND  PETRO 

435,916 

100  0 

435,916 

435,916 

ORANGE  &  ROCKLAND  UTILITIES 
NEW  ENGLAND  PETRO 

HOWARD  FUEL  CORP 

AMERADA  HESS  CORP 

ASIATIC  PETRO  CORP 

1,032,717 

51.5 

H.2 

29.9 

7.4 

531,849 

U5,664 

308,783 

76,421 

1 ,032,717 

ROCHESTER  GAS  &  ELECTRIC 
ALLIED  0. 

MONOCO  OIL  COMPANY 

139,802 

29.7 

70.3 

41,521 

98,281 

139,802 

RHODE  ISLAND 

NEWPORT  ELECTRIC  CORP 

CK  SMITH 

*  4,725 

100.0 

4,725 

4,725 

FEDERAL  REGISTER,  VOL.  40,  NO.  57 — MONDAY,  MARCH  24,  1975 


NOTICES 


13183 


-6- 


2.  MID- ATLANTIC  AREA  COORDINATION  AGREEMENT  (MAAC) 


DELAWARE 


DELMARVA  PWR  &  LT 

STEUART  PETROLEUM  CO 

TEXACO 

GULF 

CONOCO 

413,000 

22.0 

5.0 

8  0 
65.0 

90,860 

20,650 

33,040 

268,450 

413,000 

DOVER,  CITY  OF 

TEXACO 

35,700 

100.0 

35,700 

35,700 

DISTRICT  OF  COLUMBIA 

POTOMAC  ELEC.  PWR. 

ASIATIC  PETRO  CORP 

STEUART  PETROLEUM  CO 

904,000 

79.0 

21.0 

714,160 

189,840 

904,000 

MARYLAND 

BALTIMORE  GAS  &  ELECTRIC 
AMERADA  HESS  CORP 

EXXON 

903,772 

52.7 

47  3 

476,288 

427,484 

903,772 

NEW  JERSEY 

\ 

- 

ATLANTIC  CITY  ELECTRIC  CO 
AMERADA  HESS  CORP 

CONOCO 

400,490 

60.0 

40.0 

240,294 

160,196 

400,490 

GPU  INTEGRATED  SYSTEM 

AMERADA  HESS  CORP 

SWANN  OIL  INC 
SHIPLEY-HUMBLE 

394,590 

\ 

94.0. 

5.0 

1.0 

370,915 

19,730 

3,945 

394,590 

PUBLIC  SERVICE  ELECTRIC 
AMERADA  HESS  CORP 

EXXON 

1,326,000 

78.0 

22.0 

1,034,280 

291,720 

1,326,000 

VINELAND,  CITY  OF  ELEC. 
BRITISH  PETROLEUM 

68,900 

100.0 

68,900 

68,900 

PENNSYLVANIA 

<  . 

* 

ITT  •  r 

PENNSYLVANIA  PWR  &  LT 
PHILADELPHIA  ELECTRIC  CO. 

ARCO 

AMERADA  HESS  CORP 

GULF 

NEW  ENGLAND  PETRO  " 

TEXACO 

CONOCO 

0 

1,369,000 

28  5 
21.5 

9  0 

2.1  . 

24.0 

14.9 

390,165 

294,335 

123,210 

28,749 

328,560 

203,981 

0 

1,369,000 
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3.  SOUTHEASTERN  ELECTRIC 

RELIABILITY  COUNCIL  (SERC) 

FLORIDA 

•FLORIDA  KEYS  ELEC  COOP 
FLORIDA  P  &  L 

EXXON 

BELCHER  OIL  (EXXON) 

0 

2,351,000 

15.0 

85.0  1 

352,650 

,998,350 

0 

2,351,000 

FLORIDA  POWER  CORPORATION 
EXXON 

AMERADA  HESS  CORP 

1,463,100 

60.0 

40.0 

877,860 

585,240 

1,463,100 

FORT  PIERCE,  CITY  OF 

NEW  ENGLAND  PETRO 

48,800 

100.0 

48,800 

48,800 

GAINESVILLE,  CITY  OF 
EASTERN  SEABOARD 

94,572 

100.0 

94,572 

94,572 

GULF  POWER  CO. 

BAKER  S  ERV I CE ( EXXON ) 

10,060 

100.0 

10,060 

10,060 

JACKSONVILLE.  ELEC.  AUTH. 
VEN  FUEL  INC 

AMERADA  HESS  CORP 

NEW  ENGLAND  PETRO 

613,559 

82.6  - 
8.7 

8.7 

506,799 

53,380 

53,380 

613,559 

KEY  WEST  UTILITIES 

STD.  OIL-KY 

59,000 

100.0 

59,000 

59,000 

LAKE  WORTH  UTIL  AUTHORITY 
LAKELAND  LIGHT  &  WTR  DEPT 
BELCHER  (STD. OIL-KY) 

0 

105,000 

100.0 

105,000 

0 

105,000 

NEW  SMYRNA  BEACH 

ORLANDO  UTILITIES  COMM. 

NEW  ENGLAND  PETRO 

0 

224,474 

100.0 

224,474 

0 

224,474 

SEBRING  UTILITIES  COMM. 
UNION  OIL  OF  CA 

1,429 

100.0 

1,429 

1,429 

TALLAHASSEE,  CITY  OF 

UNION  OIL  OF  CA 

102,263 

100.0 

102,263 

102,263 

TAMPA  ELECTRIC  CO. 

WESTERN  (NEW  ENG  PET) 

231,000 

100.0 

231,000 

231,000 

VERO  BEACH  MUNICIPAL  POWER 
BELCHER  OIL  (EXXON) 

/  • 

31,126 

100.0 

31,126 

• 

31,126 
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GEORGIA 


GEORGIA  POWER  COMPANY 

SAVANNAH  ELECTRIC  &  POWER  CO 
COLONIAL  OIL  (EXXON) 

0 

184,900 

100.0 

184,900 

0 

184,900 

MISSISSIPPI 

•  •  ~ 

MISSISSIPPI  POWER  CO. 

ERGON  ( INTL  TRADING) 

BAKER  SERVICE  (EXXON) 

66,140 

45  0 

55.0 

29,763 

36,377 

66,140 

SOUTH  MISSISSIPPI  ELEC 

SOUTHLND  OIL 

AMERADA  HESS  CORP 

48,230 

83.0 

17.0 

40,031  * 

8,199 

48,230 

NORTH  CAROLINA 

/  f  : 

CAROLINA  POWER  &  LT. 

0 

0 

SOUTH  CAROLINA 

S. CAROLINA  ELEC  &  GAS  CO 

EXXON 

29,900 

100.0 

29,900 

29,900 

S. CAROLINA  PUB  SERV  AUTH 
AMERADA  HESS  CORP 

5,963 

100.0 

5,963 

5,963 

VIRGINIA 

VIRGINIA  ELECTRIC  POWER 

EXXON 

AMERADA  HESS  CORP 

AMOCO 

1,502,800 

56.0 

19.7 

24.3 

841,568 

296,052 

365,180 

1,502,800 

4.  SOUTHWEST  POWER  POOL  COORDINATION  COUNCIL  (SPP) 


ARKANSAS 


ARKANSAS  ELEC  COOP 

LOGICON  INC  (SHELL) 
E  L  BRIDE  (TEXACO) 


134,407  1.34,407 

80.0  107,526 

20.0  26,881 


JONESBORO  WATER  AND  LIGHT  PL  0 


0 


COLORADO 


CT&U,  S . COLO  PWR  DIV  0 


0 
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KANSAS 


CENTRAL  KANSAS  PWR 

1  ,1.35 

* 

1,135 

GR , PLS ( CRA- FARMLAND ) 

100.0 

1,135 

CHANUTE,  CITY  OF 

2,114 

2,114 

MID  AMER  REFINING 

100.0 

2,114 

CLAY  CENTER  LT&WTR 

0 

. 

0 

CARTER  WTR 

100.0 

0 

COFFEYVILLE  LT  &  PWR 

0 

0 

CT&U,  WESTERN  PWR  DIV 

0 

0 

AMOCO 

73.0 

0 

NORTH  AMER  PETRO 

23.0 

0 

CARTER  WTR 

4.0 

0 

KANSAS  GAS  &  ELEC 

0 

0 

KANSAS  POWER  &  LIGHT 

100,000 

100,000 

PHILLIPS  PETROLEUM 

46.1 

46,100 

GR . PLS 

38.4 

38,400 

% 

NTL  COOP  REFINERY 

15.5 

15,500 

LARNED  WTR  &  ELEC 

261 

261 

CARTER  WTR 

-  - 

100.0 

261 

MCPHERSON  BD  OF  PUB  UTIL 

0 

0 

NTL  COOP  REFINERY 

100.0 

0 

OTTAWA  WTR  &  LT 

0 

0 

CARTER  WTR  (AMOCO) 

100  0 

0 

LOUISIANA 

CENTRAL  LOUISIANA  ELECTRIC  CO 

0 

0 

FALCO 

66.7 

0 

ATLAS  (PENNZOIL) 

33.3 

0 

JONESBORO  POWER  &  LIGHT 

0 

0 

MIDDLE  SOUTH  SERVICES 

1,743,000 

1,743,000 

MURPHY  OIL  CORP 

30.0 

522,900 

TAUBER  OIL  CO 

20.5 

357,315 

SHELL 

21.3 

371,259 

EXXON 

12.9 

224,847 

GULF 

9.5 

165,585 

ERGON  INC  (EXXON) 

3.8 

66,234 

E  L  BRIDE  (OKC  REF.) 

1.7 

29,631 

REESE  OIL  (SUN  OIL) 

.3 

5,229 

SOUTHWESTERN  ELECTRIC  POWER 

0 

0 

FALCO 

100.0 

0 
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MISSISSIPPI 


CLARKSDALE  WTR  &  LT 

9,328 

9,328 

SOUTHLAND  OIL 

100.0 

9,328 

YAZOO  CITY  PUB  SERV 

0 

0 

SOUTHLND  OIL  (HOWELL) 

100.0 

0 

* 

MISSOURI 

- 

EMPIRE  DIST  ELEC 

0 

0 

E  L  BRIDE 

100.0 

0 

ST  JOSEPH  LT  &  PWR 

13,000 

13,000 

E  L  BRIDE 

100-0 

13,000 

OKLAHOMA 

BLACKWELL  WTR  &  LT 

0 

0 

OKLAHOMA  GAS  &  ELEC 

0 

0 

WESTERN  FARMERS  ELEC  COOP 

0 

0 

MCPHERSON  BROS 

100.0 

0 

TEXAS 

GULF  STATES  UTILITIES 

285,874 

285,874 

COASTAL  STATES  MKTG 

37.5 

107,203 

TENNECO 

16.1 

46,025 

LAJET 

4.0 

11,435 

EXXON 

20.1 

57,461 

SOUTH  HAMPTON  CO 

22.3 

63.750 

5.  ELECTRIC  RELIABILITY 

COUNCIL  OF  TEXAS 

(ERCOT) 

AUSTIN  CITY  ELEC  DEPT 

23,929 

23,929 

TESORO 

100.0 

23,929 

BRAZOS  ELEC  COOP 

0 

0 

BRYAN,  CITY  OF 

2,200 

2,200 

PETROLEUM  T&T(3  RIVERS) 

100.0 

2,200 

DALLAS  POWER  &  LT 

0 

0 

WINSTON  REF  CO 

18.2 

0 

KERR  MCGEE  OIL  CO 

18.9 

0 

J&W  REFINING 

47.2 

0 

BEE  OIL  &  REFINING 

15.6 

0 

GARLAND,  CITY  OF 

3,704 

3,704 

PRIDE  REFINERY  INC 

74.7 

2,767 

DELTA  REFINING  CO 

25.3 

937 
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HOUSTON  LIGHT  &  PWR 

16,750 

16,750 

AMERADA  HESS 

100.0 

16,750 

LOWER  COLORADO  RIVER  AUTH 

0 

0 

MEDINA  ELEC  COOP 

0 

0 

SAN  ANTONIO  PUB  SERV 

104 

104 

TESORO 

100.0 

104 

TEXAS  ELEC  SERV 

0 

0 

TEXAS  PWR  &  LT 

0 

0 

LA  GLORIA  OIL  &  GAS  CO 

31.1 

0 

J&W  REFINING 

49.0 

0 

KERR  MCGEE 

19.9 

0 

WEST  TEXAS  UTIL 

0 

0 

PRIDE  REFINING  INC 

100. 0 

0 

6.  MID- AMERICA  INTERPOOL  NETWORK  (MAIN) 

. 

ILLINOIS 

COMMONWEALTH  EDISON  CO 

498,000 

498,000 

ALLIED  0. 

98.0 

488,040 

CLARK  OIL  &  REF.  CORP 

2.0 

9,960 

ILLINOIS  POWER  CO. 

45,000 

45,000 

ALLIED  0. 

100.0 

45,000 

MISSOURI 

UNION  ELECTRIC 

64,000 

64,000 

APEX  OIL  CO 

. 

100.0 

64,000 

WISCONSIN 

SUPERIOR  WTR  &  LT 

9,524 

9,524 

MURPHY  OIL  CORP 

100.0 

9,524 

WISCONSIN  ELEC  PWR 

7 

7 

INDUST  FUEL  &  ASPHALT 

100.0 

7 

7.  MID-CONTINENT  AREA  RELIABILITY  COORDINATION  AGREEMENT  (MARCA) 

- 

IOWA 

ATLANTIC  MUNICIPAL  UTILITIES 

0 

0 

MCMILLAN  OIL  CO 

100.0 

0 
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INTERSTATE  POWER 

17,565 

17,565 

NORTHWESTERN  REF 

100.0 

17,565 

LAMONI  MUNIC 

0 

0 

MINNESOTA 

AUSTIN  UTILITIES 

0 

0 

NORTHWESTERN  REF 

48.3 

0 

GUSTAFSON  OIL  CO 

33.0 

0 

W  H  BARBER 

18.7 

0 

FAIRMONT  WTR  &  LT 

0 

0 

MARSHALL  MUNICIPAL  UTIL 

0 

0 

E  L  BRIDE 

100.0 

0 

MINNESOTA  PWR  &  LT 

21,200 

21,200 

MURPHY  OIL 

100.0 

21,200 

NORTHERN  STATES  PWR 

2,900 

2,900 

E  L  BRIDE  (TEXACO, WC) 

100.0 

2,900 

WATONNA  MUN  UTIL 

2,540 

2,540 

NORTHWESTERN  REF 

60.0 

1,524 

GUSTAFSON  OIL  CO 

40.0 

1,016 

ORTHINGTON,  CITY  OF 

0 

0 

.ALLIED  0. 

100.0 

0 

NEBRASKA 

t 

CENTRAL  NEBRASKA  PUBLIC 

0 

0 

FARMLAND  INDUSTRIES 

100.0 

0 

FAIRBURY  LT  &  WTR 

130 

130 

CARTER  WTR  (TEXACO) 

100.0 

130 

GRAND  ISLAND  ELEC 

11,429 

11,429 

E  L  BRIDE 

100.0 

11 ,429 

HASTINGS  UTILITIES  DEPT 

0 

0 

CARTER  WTR 

100  0 

0 

LINCOLN  ELECTRIC  SYSTEM 

0 

0 

E  L  BRIDE  CO 

100  0 

0 

NEBRASKA  PUBLIC  POWER  DIST 

0 

0 

PANHANDLE  COOP  ASSOC 

100  0 

0 

OMAHA  PUB  PWR  DIST 

0 

0 

MILDER  OIL  CO 

100.0 

0 
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WI  SCONS IN 

LAKE  SUPERIOR  DIST  PWR  0  0 

DOME  PETROLEUM  ,  100.0  0 

8.  EAST  CENTRAL  AREA  RELIABILITY  COORDINATION  AGREEMENT  (ECAR) 


MICHIGAN 


CLINTON  LT  &  WTR 

650 

650 

CRYSTAL  REFINING  CO 

100. 0 

650 

CONSUMERS  POWER 

627,013 

627,013 

CONSUMERS  PWR -CRUDE 

54.0 

338,587 

LAKESIDE  REFINING  CO 

14.0 

87,782 

OSCEOLA  REFINING  CO 

8.0 

50,161 

TOTAL  LEONARD  INC 

4.0 

25,081 

MURPHY  MI. D IV. AMOCO 

6.0 

37,621 

ENTERPRISE  OIL  CO 

6.0 

37,621 

BORON  OIL  (STANDARD) 

3.0 

18,810 

INDUST  FUEL  &  ASPHALT 

20 

12,540 

RUPP  OIL  COMPANY 

2.0 

12,540 

GLADIEUX  REF 

i  0 

6,270 

DETROIT  EDISON  CO 

163,764 

163,764 

SUN  OIL  LTD 

70  0 

114,635 

CANADIAN  FUEL  MKTRS 

9  9 

16,213 

ENTERPRISE  OIL  CO 

4  8 

7,860 

PETRO  PRODUCTS 

5  4 

8,843 

MARATHON  OIL 

9  9 

16,213 

GRAND  HAVEN  BD  PUB 

5,204 

5,204 

OSCEOLA  REF 

100.0 

5,204 

HILLSDALE  BD  OF  PUB  WORKS 
LEWIS  (GLADIEUX  REF) 

'  2,800 

100.0 

2,800 

2,800 

OHIO 

CLEVELAND  ELEC  ILLUNIN 

254,762 

254,762 

ALLIED  0.  (ASHLAND) 

100.0 

254,762 

TOLEDO  EDISON 

4,762 

4,762 

SUN  OIL 

•  * 

100.0 

4,762 

PENNSYLVANIA 

* 

ALLEGHENY  POWER  SERVICE 

34,500 

34,500 

ALLIED  0.  (NEPCO) 

- 

100.0 

34,500 
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9.  WESTERN  SYSTEMS  COORDINATING  COUNCIL  (WSCC) 


ARIZONA 


ARIZONA  PUBLIC  SERVICE  CO. 

UNION  OIL  OF  CAL 

289,034 

63.0 

182,091 

PACIFIC  SOUTHWEST 

16.5 

47,691 

SAN  JOAQUIN  REF 

16.5 

47,691 

BASIN  FUELS 

4.0 

11,561 

SALT  RIVER  PROJECT 

TESORO 

123,000 

12.4 

15,252 

DOUGLAS  OIL  CO 

2.8 

3,444 

GUSTAFSON  OIL  CO 

.9 

1,107 

MACMILLAN 

17.0 

20,910 

POWER INE  OIL  CO 

18.1 

22,263 

LITTLE  AMERICA 

19.7 

24,231 

SAN  JOAQUIN  REF 

29.1 

35,793 

TUCSON  GAS  &  ELEC 

GOLDEN  GATE  PETRO 

179,670 

22.0 

39,527 

NAVAJO  REFINING 

5.0 

8,984 

TOSCO 

43.0 

77,258 

UNION  OIL  OF  CA 

25.0 

45,918 

HOLLAND  OIL  (TOSCO) 

5.0 

8,983 

289,034 


123,000 


179,670 


CALIFORNIA 


BURBANK  CITY  PUBLIC  SER. 

ARCO 

68,400 

100.0 

68,400 

68,400 

GLENDALE  PUBLIC  SERVICES 
POWERINE  OIL  CO 

109,000 

100.0 

109,000  * 

109,000 

IMPERIAL  IRRIGATION  DISTR 
CRESCENT  REF&0(GULF) 

14,700 

100.0 

14,700 

14,700 

LOS  ANGELES  DEPT  OF  WATER&LT 
ARCO 

EDGINGTON  OIL  CO 

PETROBAY 

HEWHALL  REFINING  CO 

SAN  JOAQUIN  REF 

POWERINE  OIL  CO 

1,339,000 

59.8 

20.9 
7.6 
5.0 
3.5 
3.2 

800,722 

279,851 

101,764 

66,950 

46,865 

42,848 

1,339,000 

PACIFIC  GAS  &  ELECTRIC  CO 

ARCO 

UNION  OIL  OF  CA 

PHILLIPS  PETROLEUM 

2,268,000 

71.3 

4.7 

24.0 

1,617,084 

106,596 

544,320 

2,268,000 

FEDERAL  REGISTER,  VOL.  40,  NO.  57— MONDAY,  MARCH  24,  1975 


13192 


NOTICES 


PASADENA  POWER  CO. 

105,821 

105,821 

GOLD  EAGLE 

100.0 

105,821 

SAN  DIEGO  GAS  &  ELECTRIC  CO. 

854,624 

854,624 

UNION  OIL  OF  CA 

29.8 

254,678 

HIRI 

16  2 

138,449 

EDGINGTON  OIL  CO 

-  ,  - . 

21.3 

182,035 

TESORO 

32.7 

279,462 

SOUTHERN  CALIF  EDISON 

3,839,000 

3,839,000 

STD.OIL-CAL 

50.1 

1,923,339 

TEXACO 

9  7 

372,383 

ARCO 

7.8 

. 299,442 

EXXON 

20.4 

783,156 

PACIFIC  RESOURCES 

6.8 

261,052 

MACMILLAN  R.F.  OIL 

f  . 

3.0 

115,170 

CONOCO 

2.2 

84,458 

COLORADO 


COLORADO  SPRINGS  LT  &  PWR 

0 

0 

LAMAR  LT  &  PWR 

0 

0 

PUB  SERV  COLORADO 

77,343 

77,343 

PLATEAU  INC 

20.1 

15,546 

REF.  CORP 

43.5 

33,644 

CONOCO 

36.4 

28,153 

MONTANA 

MONTANA  POWER 

0 

0 

NEVADA 

NEVADA  POWER  COMPANY 

52,270 

52,270 

GUSTAFSON  OIL  CO 

54.0 

28,226 

HUSKY  OIL  COMPANY 

46.0 

24,044 

SIERRA  PACIFIC  POWER 

107,641 

107,641 

GOLDEN  GATE  PETRO 

100.0 

107,641 

NEW  MEXICO 

PLAINS  ELEC  GEN  &  TRANSM 

0 

0 

PLATEAU  INC 

97.8 

0 

CARIBOU  4  CORNERS 

2.2 

0 

PUB  SERV  NEW  MEXICO 

0 

0 

PLATEAU  INC 

39.8 

0 

SHELL 

26.4 

0 

'  )  T  !  ' ' 

THRIFTWAY 

5.4 

0 

NAVAJO  REFINING 

24.1 

0 

STD  OIL-TEXAS 

43 

0 

FEDERAL  REGISTER,  VOL.  40,  NO.  57 — MONDAY,  MARCH  24,  1975 


NOTICES 


13193 


-16- 


OREGON 


PACIFIC  POWER  &  LIGHT  CO 

197 

197 

STD  OIL  (IND) 

100.0 

197 

TEXAS 

COMMUNITY  PUB  SERV 

21,265 

21,265 

STD  OIL-TEXAS 

100.0 

21,265 

EL  PASO  ELECTRIC 

117,827 

117,827 

SOUTHERN  UNION 

74.5 

87,781 

TESORO 

25.5 

30,046 

UTAH 

UTAH  POWER  &  LIGHT  CO. 

0 

0 

BLACKLINE  ASPH,  SALES 

100.0 

0 

WASHINGTON 

• 

PUGET  SOUND  POWER  &  LIGHT  CO. 

0 

0 

ROSSO  INC 

1.0 

0 

PACIFIC  NORTHERN 

16.0 

0 

HOME  OIL  CO. 

2.0 

0 

SOUTH  CENTER  OIL 

16.5 

0 

LILYBLAD 

8-5 

0 

CASCADE 

8.0 

0 

OLDS  OLYMPIC 

4.0 

0 

SHELL 

44.0 

0 

SEATTLE  DEPT  OF  LI 

72,000 

72,000 

SHELL 

100.0 

72,000 

TACOMA  DEPT  OF  PUBLIC  UTIL 

0 

0 

10.  ASCC 

ALASKA 

CORDOVA,  TOWN  OF 

0 

0 

HAWAII 

HAWAIIAN  ELECTRIC  COMPANY 

660,220 

660,220 

STD  OIL-CA 

100.0 

660,220 

HILO  ELEC  LT 

36,725 

36,725 

STD  OIL-CA 

100.0 

36,725 
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KAUAI  ELECTRIC 

STD  OIL-CA 

13,877 

100  0 

13,877 

13,877 

MAUI  ELECTRIC 

STD  OIL-CA 

21,741 

100  0 

21,741 

21,741 

ll.  NOT  OTHERWISE  CLASSIFIED 

• 

UNK 

- 

GUAM  PWR  AUTH 

U.S.  NAVY 

119,525 

100. 0 

119,525 

119,525 

PUERTO  RICO  WATER  RESOURCES 
COMMONWEALTH  OIL 

PUERTO  RICO  SUN  OIL 
CARIBBEAN  GULF  REF 

1,739,382 

50.0 

30.0 

20.0 

869,691 

521,815 

347,876 

1,739,382 

ST  CROIX,  V.I.  WTR  PWR 

AMERADA  HESS  CORP 

32,976 

100.0 

32,976 

32,976 

ST  THOMAS,  V.I.  WTR  PWR 

AMERADA  HESS  CORP 

46,435 

100.0 

46,435 

46,435 
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